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This indexing system for the camera position is compatible with the current Joint System for 
Titling Aerial Photography, 


F ~ is the Symbol used for a "fann of cameras, The "BY configuration result is similar © 


to a fan of 7 cameras. 
7 ~ is the number of cameras in the fan. 
75 = indicates 5th camera position in fan of seven. 
R or L - Right or Left print for each position, 
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